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CICr_A17  (#143) 
SECTION  CORNER 
SEC  19  &  30-T7N-R1 W 
1"  IRON  PIPE 
FOUND  0.7'  A.G. 


SCALE:  1:50 


2. 

3. 
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7. 


Field  work  was  performed  on  March  16,  2017. 

Monroe  County  Surveyor's  Field  Book  48,  pages  78  and  79. 

Project  Name:  ClearCreek2017,  Field  work  by:  RSO,  Drawn  by:  RSO, 
Reviewed  by:  RSO  &  TER. 

Coordinates  shown  hereon  were  obtained  from  GPS  observations  utilizing  the 
Indiana  Real-Time  Network  (INCORS).  Indiana  West  Zone,  NAD83(201 1) 
Epoch  2010.0000,  State  Plane  Grid  Coordinates,  US  Survey  Feet.  Geoid 
model  G2012BU7.  Datum  NAD83_NO_TRANS. 

Coordinate  data  for  CICr_A17,  lnCr_Y17  and  witness  tie  C  was  collected 
using  a  Topcon  Network  Rover  (PG-A1  antenna  and  GRS-1  data  collector). 
Bearings  provided  between  found  monuments  are  grid  north  (Indiana  State 
Plane  West  Zone).  Bearings  and  distances  to  witness  ties  A  and  B  were  not 
remeasured  and  are  shown  per  the  current  recovery  tie  drawing. 

Vicinity  sketch  was  compiled  per  2017  aerial  photography. 

This  monument  was  accepted  by  the  Monroe  County  Surveyor  Review  Board 
on  August  21, 2012.  We  collected  coordinates  on  the  known  monument  in 
preparation  for  an  upcoming  perpetuation  survey  in  the  area.  Historic 
research  has  not  yet  been  performed  to  prove  the  validity  of  this  monument. 
The  prior  Monument  Record  references  an  Eric  L.  Deckard  survey  performed 
for  Thrasher  in  2006,  on  file  in  the  Office  of  the  Monroe  County  Recorder  in 
Plat  Cabinet  S2,  envelope  61 . 
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WITNESS  MONUMENT  TIES: 

A.  MAG  nail  in  shiner  found  0.3'  above  grade  in 
the  southeast  side  of  a  7"  round  fence  post; 
N23°W  0.5' 

MAG  nail  in  shiner  found  1.6'  above  grade  in 
the  south  side  of  12"  utility  pole  #768-267; 
N21°E  30.75' 

4"x4"  cut  limestone  with  no  markings  found 
flush  and  solid  in  the  ground,  extending  at 
least  6"  below  grade; 

SOI  °37'26"W  0.78' 

MONUMENT  ACCESSORIES: 

(#143)  ClearCreek_A17 

Section  Corner  common  to  Sections  19  &  30 
-T07N-R01W  a  1"  iron  pipe  with  damaged 
"Graham"  cap  was  found  0.7'  above  grade; 

S  00°  44'  42"  E  129.92' 

OTHER  ACCESSORIES: 

A  Monroe  County  Surveyor  Marker  sign  was  nailed 
to  the  south  side  of  the  post  described  above  as 
Witness  Monument  Tie  "A".  The  bottom  of  the  sign 
is  4.6'  above  grade. 

OTHER  OBSERVATIONS: 

The  rebar  is  approximately  85'  northwest  of  the 
northwest  corner  of  the  brick  house  at  3220  W. 
Thrasher  Road,  on  the  southeast  side  of  a  north 
and  west  board  fence. 


)h  VICINITY  MAP 
Jciear  Creek  ] 

(NOT  TO  SCALE)  y 
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Monument  Description:  §"  rebar  with  yellow  plastic  cap  stamped  "UTT  S0089"  found  flush 
State  Plane  Grid  Coordinates:  Northing:  1 374560. 8',  Easting:  3097589.8' 
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Rachel  Savich  Oser  Professional  Surveyor 
119  West  7th  Street,  Bloomington,  IN  47404  (812)  349-2570 
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Accepted  by  the  Monroe 
County  Surveyor  Review  Board 
on  November  21, 2017 
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Rachel  Savich  Oser,  State  of  Indiana 
Professional  Surveyor  No.  21100022 


FIELD  NOTES: 

The  very  old  man  who  lives  at  3220  W.  Thrasher 
Road  (I  believe  his  name  is  Mr.  Thrasher),  told  me 
that  Ray  Graham  surveyed  his  place  a  long  time  ago. 
He  said  that  Lee  Utt  later  surveyed  the  property  to  the 
west  and  set  a  line  stake  for  him  to  build  his 
north/south  fence  off  of.  He  also  told  me  that  "some 
surveyor"  told  him  there  should  be  a  stone  at  Clear 
Creek  A17.  He  said  that  the  surveyor  hunted  and 
hunted,  but  never  could  find  the  stone.  He  (Mr. 
Thrasher)  rode  his  lawn  tractor  over  to  take  a  look  at 
the  4"x4"  cut  stone  shown  on  the  attached  sheet  as 
Witness  Monument  Tie  "C".  He  didn't  remember  it 
always  being  there.  He  thought  that  maybe  the  west 
adjoiner  had  put  it  in.  -  Rachel  Oser  3/16/2017 


Photos  were  taken  on  3/16/2017  with  an  iPhone  6s 


File  path:  N:\Monument_Records\T07N_R02W_lndianCreek\lnCr_Y17\Draw\T07N-R01W_lnCr_Y17_C3D_TIES.dwg  Saved  on:  Dec  20,  2017  Plotted  on:  Dec  20,  2017 


Township:  7  North 


Range:  2  West 


Comer  ID:  In  CrY-17 


Monument  Description  &  Remarks:  5/8”  Rebar  with  cap,  "  UTT  S.0089".  Survey  Sign  3.5ft  above 


ground  on  post 

References  On  File:  Eric  L  Deckard  survey,  Thrasher 
cabinet  S2  envelope  61 


(2006),  on  file  in  Recorder  Office 


RECOVERY  TIE  DRAWING 
Field  Book  36  Page  No.  45 


T7N-R2W  Section  24 


T7N-R2W  Section  25 


A  -  5/8"  Rebar  with  cap 

B  -  S  03°E  130.6'  to  5/8"  Rebar 
with  cap,  "GRAHAM" 

C-  N  23°W  0.50’ to  MAG  nail 
in  7"  round  fence  post 

D  -  N  21°E  30.75'  to  MAG  nail 
in  12"  powerline  pole 
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Thrasher  Road 


T7N-R1W  Section  30 


Not  To  Scale 

Compass  Bearing  Magnetic  North 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  A$t  this  document  was  pre 
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given  under  my  hand  andjseal  this yi3th  day  of  Septembe^OQ^  \  \ 


under  my 
fetae  data  is 


. . 


Administered  by  the  Mo 


County  Surveyor  Review  Board 


U  SE 


$ 


i: 

4,P0UN^> 

''"/mum"* 


=  ( cr a  I  \ 

vk\ _ h 


\  S 


\2?  rev®Vs 


""mum"' 

Drawn  by:  T.E.R.  Print  date:  August  09, 2012 


